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Takasi Yamazaki*: A new species of Primula from Thailand 
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Only one species of Primula, P. siamensis Craib (sect. Soldanelloideae), has 
hitherto been reported from Thailand. A plant of Primula was collected from 
Thailand by the research group of Kyoto University in 1965. This plant is 
very close to P. obconica Hance of China, but differs by the white smaller 
corolla and the shorter corolla-tube being ca 1.3 times as long as the calyx 
length and the triangular calyx-lobes, so it is treated as a new species. 

Primula intanoensis Yamazaki (sect. Obconica), sp. nov. 

Planta acaulis efarinosa. Rhizoma crassiusculum ex nodes radices fibrosas 
multas emittent, collo esquamigero. Folia omnia basalia, petiolis 3-5 cm longis 
dense lanatis, pilis fuscis multicellularibus patentibus, laminis membranaceis late 
ovatis apice rotundatis basi auriculato- 
cordatis, 4-6 cm longis 3-5 cm latis subtus 
conspicue nervosis, nervis lateralibus 4-5 
jugis, supra pilosis subtus ad nervis dense 
breviter pubescentibus, margine irregulariter 
obscule dentatis. Scapus 8-12 cm longus sub- 
dense breviter pilosus, pilis fuscis patentibus, 
apice 2-6 flores umbelliformes ferunt, bracteis 
lanceolatis 3-5 mm longis acutis dense pilosis, 
pedicellis 5-10 mm longis dense breviter 
pilosis. Calyx campanulatus 4-5 mm longus 
in fructu ad 7 mm longus, dense pilosus, 5- 
lobatus, lobis triangularibus acutis 1-1.5 mm 
longis. Corolla ex collectore alba, hypo- 
crateriformis, tubo cylindrico 5-6 mm longo 
2.5 mm lato utrinque glabro, limbo ca 1 cm 
diametro, lobis anguste obcordatis ca 4 mm 
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longis et latis, apice bilobatis, margine inconspicue undulatis. Stamina inclusa, 
antheris anguste triangularibus ca 1.6 mm longis. Stylus filiformis ca 2.3 mm 
longus. Ovarium globosum glabrum ca 1 mm in diametro. Capsula globosa tubum 
calycis non superans irregulariter dehiscens. Semina numerosa quadrato-rhombica 
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vel truncato-ovata dense punctata 0.6 mm longa 0 . 3 - 0.4 mm lata. 

Thailand. Chiangmai, Doi Inthanon, 1900-2590 m, on rather moist humus 
rich ground in mossy forest. (Tagawa, Iwatsuki & Fukuoka, Dec. 19 , 1965 , 
no. 2863 . Typus TI). 
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□Kadota, Yuichi: A revision of Aconitum subgenus Aconitum (Ranunculaceae) 
of East Asia 249 pp., 65 pis. 1987 . 
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